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UTILITY NOTE PLAN REFERENCES 


THE LOCATION OF ALL UNDERGROUND UTILITIES SHOWN ON THIS PLAN ARE . BOOK 3202, PAGE END 
. BOOK 2637, PAGE 301 


APPROXIMATE ONLY AND ARE BASED UPON A FIELD SURVEY AND A 





COMPILATION OF AVAILABLE PLANS OF RECORD FROM THE VARIOUS UTILITY . PLAN NO. 1177 OF 1946 
. PLAN NO. 415 OF 1947 


COMPANIES. THE INFORMATION PROVIDED IS FOR THE USE OF THE 

CONTRACTOR. NEITHER WARRANTY NOR GUARANTEE OF THE INFORMATION IS . PLAN NO. 345 OF 1957 
PROVIDED. THE CONTRACTOR SHALL VERIFY THE LOCATIONS OF ALL UTILITIES . PLAN NO. 723 OF 1955 
BY CONTACTING THE RESPECTIVE UTILITY COMPANIES AND ’DIG—SAFE’ 

(1-888-344-7233) PRIOR TO CONSTRUCTION. 
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GENERAL NOTES 


General Information: 


1. 


CONTRACTOR SHALL NOTIFY “DIG-SAFE” (1-888-344-7233) AT LEAST 72 HOURS BEFORE 
EXCAVATING. 


CONTRACTOR SHALL BE RESPONSIBLE FOR SITE SECURITY AND JOB SAFETY, CONSTRUCTION 
ACTIVITIES SHALL BE IN ACCORDANCE WITH OSHA STANDARDS AND LOCAL REQUIREMENTS. 


ACCESSIBLE ROUTES, PARKING SPACES, RAMPS, SIDEWALKS, AND WALKWAYS SHALL BE 
CONSTRUCTED IN CONFORMANCE WITH THE FEDERAL AMERICANS WITH DISABILITIES ACT AND 
WITH STATE AND LOCAL LAWS AND REGULATIONS (WHICHEVER ARE MORE STRINGENT). 


AREAS DISTURBED DURING CONSTRUCTION AND NOT RESTORED WITH IMPERVIOUS SURFACES 
(BUILDINGS, PAVEMENTS, WALKS, ETC.) SHALL RECEIVE 6 INCHES LOAM AND SEED. 


WITHIN THE LIMITS OF THE BUILDING FOOTPRINT, THE SITE CONTRACTOR SHALL PERFORM 
EARTHWORK OPERATIONS REQUIRED TO SUBGRADE ELEVATIONS. 


WORK WITHIN THE LOCAL RIGHTS-OF-WAY SHALL CONFORM TO LOCAL MUNICIPAL STANDARDS. 
WORK WITHIN STATE RIGHTS-OF-WAY SHALL CONFORM TO THE LATEST EDITION OF THE STATE 
HIGHWAY DEPARTMENTS STANDARD SPECIFICATIONS FOR HIGHWAYS AND BRIDGES. 


UPON AWARD OF CONTRACT, CONTRACTOR SHALL MAKE NECESSARY CONSTRUCTION 
NOTIFICATIONS AND APPLY FOR AND OBTAIN NECESSARY PERMITS, PAY FEES, AND POST BONDS 
ASSOCIATED WITH THE WORK INDICATED ON THE DRAWINGS, IN THE SPECIFICATIONS, AND IN 
THE CONTRACT DOCUMENTS. DO NOT CLOSE OR OBSTRUCT ROADWAYS, SIDEWALKS, AND FIRE 
HYDRANTS, WITHOUT APPROPRIATE PERMITS. 


TRAFFIC SIGNAGE AND PAVEMENT MARKINGS SHALL CONFORM TO THE MANUAL OF UNIFORM 
TRAFFIC CONTROL DEVICES (M.U.T.C.D.). 


AREAS OUTSIDE THE LIMITS OF PROPOSED WORK DISTURBED BY THE CONTRACTOR'S 
OPERATIONS SHALL BE RESTORED BY THE CONTRACTOR TO THEIR ORIGINAL CONDITION AT THE 
CONTRACTOR'S EXPENSE. 


IN THE EVENT THAT SUSPECTED CONTAMINATED SOIL, GROUNDWATER, AND OTHER MEDIA ARE 
ENCOUNTERED DURING EXCAVATION AND CONSTRUCTION ACTIVITIES BASED ON VISUAL, 
OLFACTORY, OR OTHER EVIDENCE, THE CONTRACTOR SHALL STOP WORK IN THE VICINITY OF 
THE SUSPECT MATERIAL TO AVOID FURTHER SPREADING OF THE MATERIAL, AND SHALL NOTIFY 
THE OWNER IMMEDIATELY SO THAT THE APPROPRIATE TESTING AND SUBSEQUENT ACTION CAN 
BE TAKEN. 


CONTRACTOR SHALL PREVENT DUST, SEDIMENT, AND DEBRIS FROM EXITING THE SITE AND 
SHALL BE RESPONSIBLE FOR CLEANUP, REPAIRS, AND CORRECTIVE ACTION IF SUCH OCCURS. 


DAMAGE RESULTING FROM CONSTRUCTION LOADS SHALL BE REPAIRED BY THE CONTRACTOR AT 
NO ADDITIONAL COST TO THE OWNER. 


CONTRACTOR SHALL CONTROL STORMWATER RUNOFF DURING CONSTRUCTION TO PREVENT 
ADVERSE IMPACTS TO OFF SITE AREAS, AND SHALL BE RESPONSIBLE TO REPAIR RESULTING 
DAMAGES, IF ANY, AT NO COST TO OWNER. 


Existing Conditions: 


dl, 


THE EXISTING CONDITIONS SHOWN ARE BASED ON THE EXISTING CONDITIONS SURVEY 
PREPARED BY CONECO ENGINEERS & SCIENTISTS, 4 FIRST STREET, BRIDGEWATER, MA 02324, 
508-697-3191, WWW.CONECO.COM. 


THE LOCATION OF ALL UNDERGROUND UTILITIES SHOWN HEREON ARE APPROXIMATE AND ARE 
BASED ON THE FIELD LOCATION OF ALL VISIBLE STRUCTURES SUCH AS CATCH BASINS, 
MANHOLES, WATER GATES, ETC. AND COMPILED FROM PLANS SUPPLIED BY VARIOUS UTILITY 
COMPANIES AND GOVERNMENT AGENCIES. 


Erosion Control: 


1. 


PRIOR TO STARTING ANY OTHER WORK ON THE SITE, THE CONTRACTOR SHALL NOTIFY 
APPROPRIATE AGENCIES AND SHALL INSTALL EROSION CONTROL MEASURES AS SHOWN ON THE 
PLANS AND AS IDENTIFIED IN FEDERAL, STATE, AND LOCAL APPROVAL DOCUMENTS PERTAINING 
TO THIS PROJECT. 


CONTRACTOR SHALL INSPECT AND MAINTAIN EROSION CONTROL MEASURES, AND REMOVE 
SEDIMENT THEREFROM ON A WEEKLY BASIS AND WITHIN TWELVE HOURS AFTER EACH STORM 
EVENT AND DISPOSE OF SEDIMENTS IN AN UPLAND AREA SUCH THAT THEY DO NOT ENCUMBER 
OTHER DRAINAGE STRUCTURES AND PROTECTED AREAS. 


CONTRACTOR SHALL BE FULLY RESPONSIBLE TO CONTROL CONSTRUCTION SUCH THAT 
SEDIMENTATION SHALL NOT AFFECT REGULATORY PROTECTED AREAS, WHETHER SUCH 
SEDIMENTATION IS CAUSED BY WATER, WIND, OR DIRECT DEPOSIT. 


CONTRACTOR SHALL PERFORM CONSTRUCTION SEQUENCING SUCH THAT EARTH MATERIALS 
ARE EXPOSED FOR A MINIMUM OF TIME BEFORE THEY ARE COVERED, SEEDED, OR OTHERWISE 
STABILIZED TO PREVENT EROSION. 


UPON COMPLETION OF CONSTRUCTION AND ESTABLISHMENT OF PERMANENT GROUND COVER, 
CONTRACTOR SHALL REMOVE AND DISPOSE OF EROSION CONTROL MEASURES AND CLEAN 
SEDIMENT AND DEBRIS FROM ENTIRE DRAINAGE AND SEWER SYSTEMS. 


1. 


CONTRACTOR SHALL REMOVE AND DISPOSE OF EXISTING MANMADE SURFACE FEATURES WITHIN 
THE LIMIT OF WORK INCLUDING BUILDINGS, STRUCTURES, PAVEMENTS, SLABS, CURBING, 
FENCES, UTILITY POLES, SIGNS ETC. UNLESS INDICATED OTHERWISE ON THE DRAWINGS, 
REMOVE AND DISPOSE OF EXISTING UTILITIES, FOUNDATIONS AND UNSUITABLE MATERIAL 
BENEATH AND FOR A DISTANCE OF 10 FEET BEYOND THE PROPOSED BUILDING FOOTPRINT 
INCLUDING EXTERIOR COLUMNS. 


EXISTING UTILITIES SHALL BE TERMINATED, UNLESS OTHERWISE NOTED, IN CONFORMANCE WITH 
LOCAL, STATE, AND INDIVIDUAL UTILITY COMPANY STANDARD SPECIFICATIONS AND DETAILS. THE 
CONTRACTOR SHALL COORDINATE UTILITY SERVICE DISCONNECTS WITH THE UTILITY 
REPRESENTATIVES. 


CONTRACTOR SHALL DISPOSE OF DEMOLITION DEBRIS IN ACCORDANCE WITH APPLICABLE 
FEDERAL, STATE AND LOCAL REGULATIONS, ORDINANCES AND STATUTES. 


Layout and Materials: 


1 


DIMENSIONS ARE FROM THE FACE OF CURB, FACE OF BUILDING, FACE OF WALL, AND CENTER 
LINE OF PAVEMENT MARKINGS, UNLESS OTHERWISE NOTED. 


CURBING SHALL BE PRECAST CONCRETE CURB (PCC) AND CURB RADII SHALL BE THREE FEET (3') 
WITHIN THE SITE, UNLESS OTHERWISE INDICATED ON THE SITE PLANS. 


SEE ARCHITECTURAL DRAWINGS FOR EXACT BUILDING DIMENSIONS AND DETAILS CONTIGUOUS 
TO THE BUILDING, INCLUDING SIDEWALKS, RAMPS, BUILDING ENTRANCES, STAIRWAYS, UTILITY 
PENETRATIONS, CONCRETE DOOR PADS, COMPACTOR PAD, LOADING DOCKS, BOLLARDS, ETC. 


PROPOSED BOUNDS AND ANY EXISTING PROPERTY LINE MONUMENTATION DISTURBED DURING 
CONSTRUCTION SHALL BE SET OR RESET BY A PROFESSIONAL LICENSED SURVEYOR. 


SYMBOLS AND LEGENDS OF PROJECT FEATURES ARE GRAPHIC REPRESENTATIONS AND ARE NOT 
NECESSARILY SCALED TO THEIR ACTUAL DIMENSIONS OR LOCATIONS ON THE DRAWINGS. THE 
CONTRACTOR SHALL REFER TO THE DETAIL SHEET DIMENSIONS, MANUFACTURER'S LITERATURE, 
SHOP DRAWINGS AND FIELD MEASUREMENTS OF SUPPLIED PRODUCTS FOR LAYOUT OF THE 
PROJECT FEATURES. 


CONTRACTOR SHALL NOT RELY SOLELY ON ELECTRONIC VERSIONS OF PLANS, SPECIFICATIONS, 
AND DATA FILES THAT ARE OBTAINED FROM THE DESIGNERS, BUT SHALL VERIFY LOCATION OF 
PROJECT FEATURES IN ACCORDANCE WITH THE PAPER COPIES OF THE PLANS AND 
SPECIFICATIONS THAT ARE SUPPLIED AS PART OF THE CONTRACT DOCUMENTS. 


1. 


THE LOCATIONS, SIZES, AND TYPES OF EXISTING UTILITIES ARE SHOWN AS AN APPROXIMATE 
REPRESENTATION ONLY. THE OWNER OR IT'S REPRESENTATIVES HAVE NOT INDEPENDENTLY 
VERIFIED THIS INFORMATION AS SHOWN ON THE PLANS. THE UTILITY INFORMATION SHOWN DOES 
NOT GUARANTEE THE ACTUAL EXISTENCE, SERVICEABILITY, OR OTHER DATA CONCERNING THE 
UTILITIES, NOR DOES IT GUARANTEE AGAINST THE POSSIBILITY THAT ADDITIONAL UTILITIES MAY 
BE PRESENT THAT ARE NOT SHOWN ON THE PLANS. PRIOR TO ORDERING MATERIALS AND 
BEGINNING CONSTRUCTION, THE CONTRACTOR SHALL VERIFY AND DETERMINE THE EXACT 
LOCATIONS, SIZES, AND ELEVATIONS OF THE POINTS OF ALL CONNECTIONS TO EXISTING 
UTILITIES AND, SHALL CONFIRM THAT THERE ARE NO INTERFERENCES WITH EXISTING UTILITIES 
AND THE PROPOSED UTILITY ROUTES, INCLUDING ROUTES WITHIN THE PUBLIC RIGHTS OF WAY. 


WHERE AN EXISTING UTILITY IS FOUND TO CONFLICT WITH THE PROPOSED WORK, OR EXISTING 
CONDITIONS DIFFER FORM THOSE SHOWN SUCH THAT THE WORK CANNOT BE COMPLETED AS 
INTENDED, THE LOCATION, ELEVATION, AND SIZE OF THE UTILITY SHALL BE ACCURATELY 
DETERMINED WITHOUT DELAY BY THE CONTRACTOR, AND THE INFORMATION FURNISHED IN 
WRITING TO THE OWNER'S REPRESENTATIVE FOR THE RESOLUTION OF THE CONFLICT AND 
CONTRACTOR'S FAILURE TO NOTIFY PRIOR TO PERFORMING ADDITIONAL WORK RELEASES 
OWNER FROM OBLIGATIONS FOR ADDITIONAL PAYMENTS WHICH OTHERWISE MAY BE 
WARRANTED TO RESOLVE THE CONFLICT. 


CONTRACTOR SHALL MAKE ARRANGEMENTS FOR AND SHALL BE RESPONSIBLE FOR PAYING FEES 
FOR POLE RELOCATION AND FOR THE ALTERATION AND ADJUSTMENT OF GAS, ELECTRIC, 
TELEPHONE, FIRE ALARM, AND ANY OTHER PRIVATE UTILITIES, WHETHER WORK IS PERFORMED 
BY CONTRACTOR OR BY UTILITIES COMPANY. 


UTILITY PIPE MATERIALS SHALL BE AS FOLLOWS, UNLESS OTHERWISE NOTED ON THE PLAN: 
A. STORM DRAINAGE PIPES SHALL BE POLYVINYL CHLORIDE (PVC), SDR 35 SEWER PIPE 
B. SANITARY SEWER PIPES SHALL BE POLYVINYL CHLORIDE (PVC), SDR 35 SEWER PIPE 


C. WATER PIPES SHALL BE COPPER TYPE K OR CEMENT LINED DUCTILE IRON, CLASS 52, AS 
NOTED. 
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Existing Conditions: AM emma 

4. THE EXISTING CONDITIONS SHOWN ARE BASED ON THE EXISTING CONDITIONS SURVEY 
PREPARED BY CONECO ENGINEERS & SCIENTISTS, 4 FIRST STREET, BRIDGEWATER, MA 02324, 
508-697-3191, WWW.CONECO.COM. 

a an 2. THE LOCATION OF ALL UNDERGROUND UTILITIES SHOWN HEREON ARE APPROXIMATE AND PREPARED FOR: 


ARE BASED ON THE FIELD LOCATION OF ALL VISIBLE STRUCTURES SUCH AS CATCH BASINS, 
MANHOLES, WATER GATES, ETC. AND COMPILED FROM PLANS SUPPLIED BY VARIOUS UTILITY Column Health LLC 
Colin Beatty 


COMPANIES AND GOVERNMENT AGENCIES. 
339 Massachusetts Ave 


Erosion Control: Arlington, MA 02474 
eee Tel: (617) 539-6780 
1. PRIOR TO STARTING ANY OTHER WORK ON THE SITE, THE CONTRACTOR SHALL NOTIFY cbeatty@columnhealth.com 


APPROPRIATE AGENCIES AND SHALL INSTALL EROSION CONTROL MEASURES AS SHOWN ON 
THE PLANS AND AS IDENTIFIED IN FEDERAL, STATE, AND LOCAL APPROVAL DOCUMENTS 
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PERTAINING TO THs PRQIESh THIS DOCUMENT IS THE DESIGN PROPERTY AND COPYRIGHT OF 

2. CONTRACTOR SHALL INSPECT AND MAINTAIN EROSION CONTROL MEASURES, AND REMOVE EB! CONSULTING, INC. AND FOR THE EXCLUSIVE USE BY THE TITLE 
SEDIMENT THEREFROM ON A WEEKLY BASIS AND WITHIN TWELVE HOURS AFTER EACH STORM CLIENT. ANY DUPLICATION OR USE WITHOUT EXPRESS WRITTEN 
EVENT AND DISPOSE OF SEDIMENTS IN AN UPLAND AREA SUCH THAT THEY DO NOT CONSENT OF THE CREATOR IS STRICTLY PROHIBITED. 








ENCUMBER OTHER DRAINAGE STRUCTURES AND PROTECTED AREAS. DRAWING SCALES NOTED ARE FOR 24" x 36" SIZE PRINTED MEDIA 


3. CONTRACTOR SHALL BE FULLY RESPONSIBLE TO CONTROL CONSTRUCTION SUCH THAT ONLY. ALL OTHER PRINTED SIZES ARE DEEMED "NOT TO SCALE". 


SEDIMENTATION SHALL NOT AFFECT REGULATORY PROTECTED AREAS, WHETHER SUCH 
SEDIMENTATION IS CAUSED BY WATER, WIND, OR DIRECT DEPOSIT. SUBMITTALS 


4| CONTRACTOR SHALL PERFORM CONSTRUCTION SEQUENCING SUCH THAT EARTH MATERIALS 

ARE EXPOSED FOR A MINIMUM OF TIME BEFORE THEY ARE COVERED, SEEDED, OR OTHERWISE NO. DATE DESCRIPTION BY 
STABILIZED TO PREVENT EROSION. 
5,| UPON COMPLETION OF CONSTRUCTION AND ESTABLISHMENT OF PERMANENT GROUND 


COVER, CONTRACTOR SHALL REMOVE AND DISPOSE OF EROSION CONTROL MEASURES AND 
CLEAN SEDIMENT AND DEBRIS FROM ENTIRE DRAINAGE AND SEWER SYSTEMS. 
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*: 


1. CONTRACTOR SHALL REMOVE AND DISPOSE OF EXISTING MANMADE SURFACE FEATURES 
WITHIN THE LIMIT OF WORK INCLUDING BUILDINGS, STRUCTURES, PAVEMENTS, SLABS, 
CURBING, FENCES, UTILITY POLES, SIGNS ETC. UNLESS INDICATED OTHERWISE ON THE 
DRAWINGS, REMOVE AND DISPOSE OF EXISTING UTILITIES, FOUNDATIONS AND UNSUITABLE 
MATERIAL BENEATH AND FOR A DISTANCE OF 10 FEET BEYOND THE PROPOSED BUILDING 
FOOTPRINT INCLUDING EXTERIOR COLUMNS. 

2. EXISTING UTILITIES SHALL BE TERMINATED, UNLESS OTHERWISE NOTED, IN CONFORMANCE 


WITH LOCAL, STATE, AND INDIVIDUAL UTILITY COMPANY STANDARD SPECIFICATIONS AND 
DETAILS. THE CONTRACTOR SHALL COORDINATE UTILITY SERVICE DISCONNECTS WITH THE 


UTILITY REPRESENTATIVES. 


3. CONTRACTOR SHALL DISPOSE OF DEMOLITION DEBRIS IN ACCORDANCE WITH APPLICABLE 
FEDERAL, STATE AND LOCAL REGULATIONS, ORDINANCES AND STATUTES. 
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CONSTRUCTION NOTES 


1. ANCHOR TO BE A 2” X 2” X 36” HARD WOOD STAKE, OR APPROVED EQUAL. 





2. COMPOST FOR SILT SOCK FILL MATERIAL TO BE PROVIDED BY THE MANUFACTURER IN 
CONJUNCTION WITH THE ENGINEER TO PROVIDE THE REQUIRED REMOVAL OF SEDIMENT OR OTHER 
POLLUTANTS FROM RUNOFF. 





3. COMPOST MATERIAL SHALL BE DISPERSED ON SITE, AS DETERMINED BY THE LOCAL CONSERVATION 
AGENT OR THE DESIGN ENGINEER. 


4. SILT SOCK SHALL BE INSPECTED AT LEAST ONCE EVERY SEVEN DAYS OR PER LOCAL AND STATE 
REQUIREMENTS. REPAIR OR REPLACEMENT SHALL BE PERFORMED PROMPTLY, AS NEEDED. 











5. METHOD OF INSTALLATION SHALL BE AS PER MANUFACTURER'S RECOMMENDATIONS. 








CONSTRUCTION NOTES 
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ENTRANCE WIDTH SHALL BE A TWENTY (20) FOOT MI 
FULL WIDTH AT POINTS WHERE 


THE ENTRANCE SHALL BE MAINTAINED | 
TRACKING OR FLOWING OF SEDIMENT O 
PERIODIC TOP DRESSING WITH ADDITIONAL STONE AS CONDITIONS DE 
OR CLEANOUT OF ANY MEASURES USED TO TRAP SEDIMENT. 
DROPPED, WASHED OR TRACKED ONTO PUBLIC RIGHTS—OF—WAY MUST BE REMOVED 


MMEDIATELY. CE SHALL BE P 





PERIODIC INSPECTIO AND MAINTENA 














IMUM, 
INGRESS OR EGRESS OCCURS. 


A CONDITION WHICH SHALL 
TO PUBLIC RIGHTS—OF—WAY. 


ALL SE 


STABILIZED CONSTRUCTION ENTRANCE SHALL BE REMOVED PRIOR TO 
ATERIALS BEING INSTALLED. 


BUT NOT LESS THAN THE 


PREVENT 

THIS MAY REQUIRE 
AND AND REPAIR 
DIMENT SPILLED, 


ROVIDED AS 
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SILT SACK 
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Plan View 


Section View 








1” REBAR FOR 
BAG REMOVAL 
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CONSTRUCTION NOTES 





1. 


VOsS> 





COM 





EFORE COMMENCING 
LACED AND EROSIO 








2. GRATE TO BE PLACED OVER SILT SACK. 


STALL SILT SACKS IN ALL CATCH BASINS WHERE INDICATED ON THE SITE PLANS 
WORK OR IN PAVED AREAS AFTER THE BINDER COURSE IS 
CONTROL BARRIERS HAVE BEEN REMOVED. 


LT SACKS SHALL BE INSPECTED PERIODICALLY AND AFTER ALL STORM EVENTS. 
LEANING OR REPLACEMENT SHALL BE PERFORMED AS NEEDED. 


TIL UPSTREAM AREAS HAVE BEEN PERMANENTLY STABILIZED. 


MAINTAIN SILT SACKS 











PAVED AREA 











LANDSCAPED AREA 
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SEE APPLICABLE 
PAVEMENT SECTIONS 
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SAWCUT LINE 
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CONSTRUCTION NOTES 





1. WHERE UTILITY TRENCHES ARE CONSTRUCTED THROUGH DETENTION BASIN BERMS OR 
OTHER SUCH SPECIAL SECTIONS, PLACE TRENCH BACKFILL WITH MATERIALS SIMILAR TO 








THE SPECIAL SECTION REQUIREMENTS. 





2. USE METALLIC TRACING/WARNING TAPE OVER ALL PIPES. 








3. FOR HIGH DENSITY POLYETHYLENE (HDPE) PIPE, DIMENSION IS 24 INCHES. 











SILT SOCK - EROSION CONTROL BARRIER 


SCALEN.T.S. 


























FINISHED STREET GRADE 
MATCH EXIST SURFACE 
TREATMENT. MIN 4” PAV'T 











STD. VALVE 
BOX & 
COVER 


























1 FT FROM STREET BASE, 




















PLACE MASONRY 
RING UNDER VALVE 
BOX ON COMP. FILL. 
DO NOT REST ON 

















5’—-0” MIN. COVER 






















































































































[TO | 
FOUNDATION 
LENGTH TO BE [DETERMINED 

= IN FIELD - 

MuxFL GATE VALVE [TAPPING VALVE 

W/ RESILIENT |SEAT (MUELLER 

H+687) 

x” x X” ANCHOR TEE 4 
WATER MAIN~ 
CONC THRUST 
BLOCK 
CONSTRUCTION NOTES 





1. CONCRETE THRUST BLOCKS TO BE USED ONLY WHERE THEY CAN BEAR ON UNDISTURBED EARTH, AS 
SHOWN. USE CLAMPS AND TIE RODS OR OTHER ACCEPTABLE METHODS OF JOINT RESTRAINT WHERE SOIL 
CONDITIONS PROHIBIT THE USE OF THRUST BLOCKS. 


FIRE PROTECTION TEE CONNECTION 


SCALEN.T.S. 
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STABILIZED CONSTRUCTION EXIT 































5 ol 
SK m y UT 48” DIA 4 
FE Ole < (MIN}® 

72) V 

a : iz - Alternate Top Slab 
oO (o) 
mw Sl FRAME AND COVER TO BE SET IN FULL 

On MORTAR BED. ADJUST TO GRADE WITH 

CLAY BRICK AND MORTAR. 





(MAXIMUM OF FIVE BRICK COURSES) 














48” DIA 


(MIN) ® | 














BUTYL RUBBER JOINT SEALANT TO BE 
USED BETWEEN PRECAST SECTIONS 












POLYPROPYLENE COATED MANHOLE 
STEPS TO BE INSTALLED AT 12” O.C. 


CONCRETE SHELF FORMED AT A SLOPE 
OF ONE INCH PER FOOT (1:12) 


DIAMETER OF 
OUTLET VARIES 


PROVIDE OPENINGS FOR 
PIPES WITH 2” MAXIMUM 
CLEARANCE. MORTAR 

ALL PIPE CONNECTIONS. 




















RISER _SECTION(S 
] AS REQUIRED 
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CEMENT CONCRETE INVERT 
COMPACTED GRAVEL 





COMPACTED SUBGRADE | 





























CONSTRUCTION NOTES 
1. STRUCTURE TO BE PRECAST CONCRETE, MINIMUM 4,000 PSI. ALL SECTIONS TO BE DESIGNED TO MEET OR 
EXCEED HS-20 LOADING. 


2. BASE TO BE SINGLE POUR MONOLITHIC SECTION. 


3. 60" (5'-0") INSIDE DIAMETER FOR ALL MANHOLE DEPTHS GREATER THAN 20 FEET. 6" MINIMUM WALL 
THICKNESS AND 8" MINIMUM BASE THICKNESS FOR 5'-0" DIAMETER PRECAST MANHOLE. 


DRAIN MANHOLE (DMh) 








SCALEN.T.S. 

















DOMESTIC WATER SERVICE CONNECTION 








SURFACE GRADE 











f/—_s'-0" MIN COVER 





WATER MAIN 
















DOMESTIC TYPE ”K” 
COPPER SERVICE 





p~ CORPORATION 
STOP 








3” COPRORATION 
W/SADDLE 




















STANDARD VALVE 
BOX AND COVER 
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Subsurface Stormwater Managemen 


Detentions Retention*Recharge 














20 Beaver Road, Suite 104 
Wethersfield, CT 06109 
Phone: 888-892-2694 
Fax: 866-328-8401 
www.stormtech.com 











CHAMBERS SHALL MEET ASTM F 2418-05 "STANDARD 
SPECIFICATION FOR POLYPROPYLENE (PP) 
CORRUGATED WALL STORMWATER COLLECTION 


SC=740 CHAMBER 











CHAMBERS”. 
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2” (19 mm — 51 mm) CLEAN, 
CRUSHED, ANGULAR STONE 
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ELEV=VARIES (SEE PL 
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SILT SACK - INLET PROTECTION 














SCALEWN.T.S. 






















6” PIPE WITH 2% MINIMUM 























20” FIBER FORM TO BE 
LEFT IN PLACE 





















































CRUSHED STONE 
BEDDING 
3/4” MINIMUM 
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EXISTING SEWER 
MAIN 














THE INSTALLED CHAMBER SYSTEM SHALL PROVIDE THE LOAD 
FACTORS SPECIFIED IN THE AASHTO LRFD BRIDGE DESIGN 
SPECIFICATIONS SECTION 12.12 FOR EARTH AND LIVE LOADS, WITH 
CONSIDERATION FOR IMPACT AND MULTIPLE VEHICLE PRESENCE. 








6" (152 mm) MIN. 










i “FOR UNPAVED INSTALLATION WHERE <4 
RUTTING FROM VEHICLES MAY OCCUR, 
COVER TO 24” (610 mm) “| 


INCREASE 


SANITARY SEWER SERVICE WYE CONNECTION 








GRANULAR WELL GRADED SOIL/AGGREGATE 
MIXTURES, <35% FINES. COMPACT IN 6” LIFTS TO 
95% PROCTOR DENSITY. SEE THE TABLE OF 
ACCEPTABLE FILL MATERIALS 














PAVEMENT 




















51" (1295 mm) 








SC—740 END CAP 
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96" (2438 mm) 
18" (457 mm) MAX. 























THIS CROSS SECTION DETAILS THE REQUIREMENTS NECESSARY TO SATISFY THE 
DESIGN SPECIFICATIONS SECTION 12.12 FOR EARTH AND LIVE 


LOAD FACTORS SPECIFIED IN THE AASHTO LRFD BRIDGE 
LOADS USING STORMTECH CHAMBERS 








INFILTRATION TRENCH - STORMTECH CHAMBERS (SC-740) 








6” MIN. COVER 
CONCRETE 








UTILITY TRENCH 
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MAIN 
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SCALEIN.T.S. 








CONTRACTOR TO GROUT 
TO FINISHED GRADE 


GRADE 








RINGS/RISERS — 


























FIBERGLASS SEPARATION 
CYLINDER AND INLET 















INLET PIPE 
(MULTIPLE INLET PIPES MAY 
BE ACCOMMODATED) 


(4'-0" [1219]) 


OIL BAFFLE SKIRT 









OUTLET PIPE 


PERMANENT POOL 
ELEV. 























1-9"ks39] = 
©, 
SEPARATION = 
SCREEN a 
HDPE HYDRAULIC 
SHEAR PLATE 
SOLIDS STORAGE SUMP 
ELEVATION A-A 
N.T.S. 


WATER QUALITY UNIT (RINKER 450i) 








SUITABLE BACKFILL 
MATERIAL COMPACTED 


DETECTABLE WARNING TAPE 














CONSTRUCT FULL DEPTH PAVEMENT 
SECTION OR USE SUITABLE BACKFILL 
MATERIAL WITH LOAM AND SEED IN 

PERVIOUS AREAS AS SPECIFIED 








AS SPECIFIED 
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[TELEPHONE CONDUIT 
UNDISTURBED EARTH+ 


Xx” SCH. 40 PVC 
fELECTRIC CONDUIT 









































NCEE: 





1. FINAL SIZE, LOCATION AND NUMBER OF CONDUITS SHALL BE DETERMINED BY THE 
SERVICE PROVIDER. 


2. ELECTRIC CONDUIT UNDER PAVEMENT AREAS SHALL BE GALVANIZED STEEL OR 
ENCASED 6” OF CONCRETE ON ALL SIDES. 











ELECTRIC & COMMUNICATIONS CONDUITS 





VARIES 


FIBERGLASS SEPARATION 
CYLINDER AND INLET 


CENTER OF CDS STRUCTURE, 
SCREEN AND SUMP OPENING 


(4'-8" [1422]) 


TOP SLAB ACCESS 
(SEE FRAME AND 
COVER DETAIL) 





HDPE HYDRAULIC 


SHEAR PLATE HHH [FHHH#] 1.D. MANHOLE 


STRUCTURE 


+/-65° 
MAX. 


PLAN VIEW B-B 
N.T.S. 





N.T.S. 





14.5" 


PAVEMENT 
OR FINISHED GRADE 


INSPECTION PORT 





N.T.S. 


24" MIN. 
SQUARE 
























6.0" SDR-35 / SCH 40 PVC 
(INSERTED 8.0" INTO CHAMBER) 


NEENAH FOUNDRY MODEL R-5900-A 
(OR EQUAL) HEAVY DUTY FRAME AND LID 


12.0" SDR-35 / SCH. 40 PVC COLLAR 
FIELD PLACED CLASS "C" CONCRETE 


MAINTAIN 6.0" CLEARANCE BETWEEN HEAVY DUTY LID AND PVC CLEAN-OUT CAP 
6.0" SDR-35 / SCH. 40 PVC ENDCAP CLEAN-OUT ADAPTER W/ SCREW-IN CAP 


6.0" SDR-35 / SCH. 40 PVC RISER 


6.0" SDR-35 / SCH. 40 PVC COUPLING 


TRIM CHAMBER INSPECTION PORT KNOCK-OUT TO MATCH O.D. OF 6.0" INSPECTION PORT PIPE 
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SEE VERTICAL 4” CEMENT CONCRETE 
CURB DETAIL = (6” IN VEHICULAR AREAS) 


= EBI Consulting 


WIDTH VARIES MEET EXISTING PVM’T 
PAVEMENT DETAIL- r (SEE SITE PLANS) - A) iq B environmental | engineering | due diligence 


-—|SLOPE: 1:50 (MAX), 1:100 (MIN) = S a . 


B : 4 I, ‘CON, Se . 
i ) <* a fa ONE OREWay oe PRE EDEN ATA 2 Batterymarch Park, Suite 100 
rece , RYE Lf PEE WEWAy 2 ry 














TRANSITION CURB ”TYP.” 
















































































XJ 
a 








ba 











Lia] 


z STII SIO ONO & _ oe 4 ay coe Quincy, MA 02169 
Coe we savzs we CSE BAW AA ep Te fot Se es Tel: 781.273.2500 
SSO ‘PROVIDE 2” MIN CLEAR OSE \ By ne gt he og A ieee a se ; 

KC IYRRR y A pee ee Ze Se See ee ay www.ebiconsulting.com 

1 as See : S758 4; ee do ay a ef ; 2. 4 3 4. a & CF 
w-6 ? Ree 7 _ Vv WN AG ‘a “4 Tes : (40: a oe J is - 
y 8” COMPACTED GRAVEL we AVA ta | a Ve LS 


» goo, 4 de acs oe ~ 
; mew dio) 41. ae a 
GOs \ & MAX STONE SIZE ie EG cee Sa aria a SAS2K, | 


(12” IN VEHICULAR AREAS) 
20'—p» cla a 
EDGE OF ROADWAY 0” MIN. | 


Low SI > ae 
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2,500 PSI CEMENT 
CONCRETE IF CURB 
IS PLACED AFTER 

BINDER COURSE ——+ 


TACK COAT 


SEE BIT CONC 
PAVEMENT DETAIL; 


VERTICAL GRANITE CURB 


SURFACE TREATMENT 
VARIES (SEE SITE PLANS) . 
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FLUSH CONCRETE | 
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SLOPE VARIES 





























PERMEABLE PAVER 
































COMPACTED SUBGRADE 


















































CONSTRUCTION NOTES 


EXPANSION 
1. CEMENT CONCRETE SHALL BE 4,000 PSI—TYPE Il. JOINT SEALANT 


2. PROVIDE EXPANSION JOINTS AT A MINIMUM 30 FEET 
O ENTER WITH PRE-FORMED EXPANSION JOINT 





























































































































LEGEND 
































BASE LAYER ; 
ASTM NO. 57 AGGREGATE) 6 











12 IN. 
FILLER AND SEALER. 4 = 
Aa Saar ’ W = SIDEWALK WIDTH sear 
3. PROVIDE TOOLED CONTROL JOINTS AT A MINIMUM SIX SIDEWALK y | | 
%” PREFORMED 




























































































SUB—BASE LAYER 
ASTM NO. 2 2 6 IN. 
AGGREGATE 


(6) FEET ON-CENTER. 














































4. PROVIDE BROOM FINISH IN DIRECTION PERPENDICULAR | 5’-0” MIN. 2’-0” 
12” 6” 6” COMPACTED GRAVEL TO CURB. EXPANSION JOINT Lg _ 


“TTYPy| (14” MAX STONE SIZE) : _ 7 BUILDING FACE EanvINS APRON COMPACTED 
5. FOR ACCESSIBLE ROUTES, SIDEWALKS SHALL CONFORM] Fven op uecT OR SUBGRADE 

COMPACTED SUBGRADE TO THE REQUIREMENTS SET FORTH IN THE AMERICANS ea etl 1.5% PREFERRED NOTE: 

WITH DISABILITIES ACT (ADA) STANDARDS FOR pattem ih N hits 5% t PAVERS TO BE INSTALLED PER MANUFACTURER'S SPECIFICATIONS 

ACCESSIBLE DESIGN AND THE MASSACHUSETTS 2.0% MAX. ° to 15% SLOPE 


ARCHITECTURAL ACCESS BOARD (AAB) RULES AND Expansion Joint Detail 0’-—6” CEM. = 
REGULATIONS (521 CMR). CONCRETE = DRIVEWAY ROADWAY 


6. FOR ACCESSIBLE ROUTES, THE RUNNING SLOPE OF WALKING SURFACES SHALL NOT BE GREATER 0’—8” GRAVEL BASE 
THAN 1:20. THE CROSS SLOPE OF WALKING SURFACES SHALL NOT BE GREATER THAN 1:50 OR 
LESS THAN 1:100. 









































































































































































































































7. FOR ACCESSIBLE ROUTES, WHERE THE SIDEWALK IS LESS THAN FIVE (5) FEET IN WIDTH, 


B 
EXCLUDING CURBING, A 5’ X 5’ PASSING AREA SHALL BE PROVIDED AT INTERVALS NOT TO SECTION B-—B 
EXCEED 200 FEET. 























8. FOR ACCESSIBLE ROUTES, A MINIMUM CLEARANCE OF THREE (3) FEET SHALL BE MAINTAINED AT 
ANY PERMANENT OBSTACLE; HYDRANTS, UTILITY POLES, SIGN POSTS, ETC. 


CEMENT CONCRETE SIDEWALK CEMENT CONCRETE DRIVEWAY PERMEABLE PAVERS 


SCALEW.T.S. 




















VERTICAL GRANITE CURB (VGC) 


SCALEIN.T.S. 
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12” COMPACTED GRAVEL 
(14” MAX STONE SIZE) 
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— COMPACTED SUBGRADE 











Standard Duty Flexible Pavement 








CONSTRUCTION NOTES 


1. PAVEMENT SECTIONS ARE SUBJECT TO CHANGE AND WILL BE BASED ON THE 
RESULTS OF FURTHER GEOTECHNICAL INVESTIGATIONS. 


BITUMINOUS CONCRETE PAVEMENT 
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KHALSA 


110'- 0 1/4" 








17 IVALOO STREET SUITE 400 
SOMERVILLE, MA 02143 
GARAGE —> 
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ENTRANCE / EXIT 617-591-2086 
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HATCH 
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EXISTING 
BUILDING 
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: USEABLE OPEN 
‘ SPACE 
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150' - 2" 





Site Plan 
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ZONING DESIGNATION 


B4: Vehicular Oriented Business District. The Vehicular Oriented Business District 









1 

















OPEN SPACE N/A USABLE OPEN SPACE 


BICYCLE PARKING: 1.5 PER DWELLING UNIT LONG TERM / .10 PER DWELLING UNIT SHORT TERM 


provides for establishments that are primarily oriented to automotive traffic, which 




















yside Arlington - Beatty Column Health\03 Drawings\00 





Project number 19119 
- : : -14: * 1,780 SF (10.8% 1,780 SF @ GRADE / 645 SF GREENHOUSE 8 BIKE SPACES LONG TERM + .5 SHORT TERM = 9 BIKE SPACES 14 SPACES PROVIDED 
means they require large amounts of land in proportion to building coverage. This | Dat 12-08-20 
~ ‘ : ° ret Drawn by MB 
vehicles, the sale of vehicular parts and accessories, and service stations. Arlington "Scale As indicated 
has an abundance of automotive and automotive accessory sales and service REVISIONS 
establishments. As these businesses gradually close, the Town has encouraged 8.72 x .30 = 3 BIKE SPACES + 8.72 x .50 = 4 BIKE SPACES (7 TOTAL) (20 SPACES PROVIDED) No. Description Date 





conversion of the property to other retail, service, office, or residential use, 





MAX HEIGHT: 60'-0" MAX STORIES: 5 STORIES 


particularly as part of mixed-use development. 








49'-0" ROOF / 60'-0" TOP OF HEADHOUSE 4 STORIES + PRIVATE ROOF DECK LEVEL 





5.3.19. REDUCED HEIGHT BUFFER 





When two different maximum height limits are specified for the same zoning district in any Table of Dimensional and Density Regulations 





in this Section 5, the lower limit shall apply to any lot or part of a lot located in a height buffer area unless it is determined as a specific finding 





DISTRICT USE MIN LOT AREA SF MIN LOT AREA PER DU MIN LOT FRONTAGE 


MAXIMUM FLOOR AREA RATIO (FAR) 1.5 - 16,500 x 1.5 = 24,750 SF 
ADD 5% FAR FOR AVERAGE UNIT SIZE EXCEEDING 1,100 SF (ADDITIONAL 809 SF) 


of a special permit that the properties in the adjacent RO, R1, R2, or OS district would not be adversely affected due to existing use or 





topographic condition. A height buffer area is defined as a lot or part of a lot which is located at a lesser distance from any land, 
not within a public way, in an RO, R1, R2 or OS district than the following: 


ADD 2 SF FOR EVERY 1 SF OF OPEN SPACE IN EXCESS OF REQUIREMENT (ADDITIONAL 1,704 SF) 
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(3) Rear Aerial View #1 























































































































































































































(4) Street View 











PROJECT NAME 


10 SUNNYSIDE 
AVE 





PROJECT ADDRESS 


10 Sunnyside Ave 
Arlington MA 





CLIENT 


Column Health LLC 

















(1) Perspective #1 
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(2) Perspective #2 
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4) FRONT AERIAL PERSPECTIVE (2) CAFE LOUNGE VIEW 
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3) GREENHOUSE VIEW (4) REAR VIEW 
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PROPOSED DEVELOPMENT VIEW LOOKING DOWN SUNNYSIDE AVENUE 
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